ART. 5]
CREST GATES
a number of gates. Long gates, such as the truck gates described in Art. 5A, the Sidney gate described in Art. 5J, and the rolling gate described in Art. 5k are operated by individual hoists. Roller-bearing gates, fixed-roller gates, and
I
taintor gates are in some installations operated by individual hoists and in others by movable hoists. Choice between these two arrangements for operation is influenced mainly by the cost of the initial installation and of maintenance and the speed and frequency of operation required.